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AFTER 3 PLUS 15 HRS OF FLIGHT, INTERMITTENT COMPLETE 


LuSt OF PRESSURIZATION O-BAY. CABIN AND PODS. CORRECTIVE ACTION: 


ShPLAGED MAIN ATRFLOW REG, COCKPIT REG, COCKPIT DUMP VALVE. 


ENCORRECT INDICATION OF FLAP POSITION. CORRECTIVE ACTICN: 


REPLACE LAP INDICATOR AND TRANSMITTER 
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a&TCH NTR BLOWER FAILED. CORRECTIVE ACTION: OPEN. 
AVAIL. NOT REQUIRED FOR MSN OR FERRY FLIGHT. 
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